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Made to U.S. 
Gov't Specs. 


Electronic In- 
duction Heat 
Treated Jaws 





Completely Ground 
and Polished from 
top to bottom 


Hand Honed 
PERFECTLY DISPLAYED Cutting Edges 


for QUICK SERVICE 


High Leverage 
Handles 


Each Plier Indi- 
vidually Carded 
and Pre-Priced 


Fully Guaranteed by 
Fuller Tool Co. U.S.A. 





ASSORTMENT NO. 198 CONSISTS OF: 
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QUANT. CAT. NO. TYPE SIZE LIST LIST 
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12 Pliers — Total LIST PRICE $23.76 





(40% OFF RETAIL LIST) 


Can be mounted on Peg Board 


COUNTER DISPLAY ALSO HANGS or wall 
ON WALL OR PEG BOARD, 
OR SWIVELS OVER SHELF 


for OPEN STOCK see other side 
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MADE TO U.S. GOV'T. SPECS. 
ELECTRONIC INDUCTION HEAT 
TREATED JAWS 


FULLY GROUND AND POLISHED FROM 
TOP TO BOTTOM 





EXTRA SHARP HAND HONED CUTTING EDGES 
HIGH LEVERAGE HANDLES 


EACH PLIER INDIVIDUALLY CARDED 
AND PRE-PRICED 


FULLY GUARANTEED BY 
FULLER TOOL CO. INC, U.S.A. 


DEALER’S COST $1.19 each 


No. 192 514" No. 192 +62" (40% OFF RETAIL LIST) 


Packed 2 to a Box Packed 2 to a Box 
Weight % Lb. Weight 1/2 Lb. 











No. 190 — 5” No. 190 — 6” No, 194 — 7” No. 194 <8” 
Packed 2 to a Box Packed 2 to a Box Packed 2 to a Box Packed 2 to a Box 
Weight 37/5 Lb. Weight 1 Lb. Weight 11/4 Lbs. Weight 11/2 Lbs. 


